Bv motion filed April 1, 1982, respondent's bankruptcy counsel
filed a motion for a stay of the scheduled hearing on the ground that
Section 362 of the U.S. Bankruptcy Code automatically stays the pending
adludicative proceeding before this Commission.  The motion for stay was
denied by me on April 9, 1982, and my reasons for the denial are detailed
in the order which is a part of the record. The hearing was convened
as scheduled and the parties appeared and participated fully therein.

At the request of the parties, an informal prehearing conference
was held in Charleston on the evening of April 27, 1982, for the purpose
of discussing the issues to be tried, the status of respondent's
bankruptcy petition, and a possible settlement of the case.  The parties
advised me that they had reached a proposed settlement of the case and
were afforded an opportunity to present their arguments, in support
of the settlement on the record at the hearing.

Citation No. 904194, issued on June 8, 1981, is a Section .1.04 (cl) (2)
Order of withdrawal, cites a violation of 30 CFR 75.303, and the condition
or practice cited is as follos

There were no evidence that a preshift examination
had been made before miners entered the 002 Section,
in that initials, date or time could be found at
or near the face areas.

Citation No. 904293, issued on June 19, 1981, is a Section 104 (cl) (2)
Order of Withdrawal cites a violation of 30 CFR 75.400, and the cited
condition or practice is as

Loose coal and coal dust, in depths from 1 to 18
inches, was allowed to accumulate on the mine
floor and coal ribs in the following entries in
the No. 1 (001) section: From the face of No, 1
entry outby 60 feet the face of No. 2 entry outby
50 feet, the face of the No. 3 entry outby 74 feet,
the hold of No. 4 entry outby 98 feet, the face of'
No. 5 entry outby 85 feet and the face of No. 6
entry outby for 59 feet.

____,-,, -Lssuea on June 19, 1981, Section 104 (d) (2)

Order of Withdrawal, cites a violation of 30 CFR 75.316, and the cited
condition or practice is as follows:

Permanent stoppings were not maintained up to and
including the third connecting crosscut in the
No, 1 (001) section in that permanent stoppings
were terminated 4 crosscuts outby the faces of
the No. 2 and 3 (intake) faces and No. 4 and 5
(Return) face.

926ny had an official  policy of  requiring  the  engines   to
